FICE

6a. Branch Campuses Listed in New Locations 1983-84
1) Changed from; 2) Changed to

ILLINOIS

University of Illinois Urbana Campus
1) Urbana;
2) Champaign

PENNSYLVANIA

Pennsylvania State University Radnor Center for Graduate Studies
I) Radnor;
2) King of Prussia

PUERTO RICO

Inter American University of Puerto Rico Metropolitan Campus  .....................

1) San Juan;
2) Hato Key

001775

003348

003940

7. Institutions With FICE Code Changes
1) Changed from; 2) Changed to

FLORIDA

Morris Junior College of Business, Melbourne;
1) 029123;
2) 004531

296..................................................... 012870
